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THE  STONE  THAT  BURNS;  THE  STORY  OF  THE  AMERICAN  SULPHUR  INDUSTRY. 

By  Williams  Haynes 
Van  No  strand.     19' l2. 
Review  by  Dr.  F.  L.  Schneider 
Inspector  in  Charge,  Bureau  of  Animal  Industry 

THE  STONE  THAT  BURNS  comes  as  a  timely  expostulation  of  the  production  and  use 
of  one  of  our  most  important  non -metallic  elements --sulphur..    Few,  perhaps, 
until  the  general  subject  of  sulphur  has  been  reviewed,  realize  the  importance 
of  this  element  in  our  everyday  way  of  life,    THE  STONE  THAT  BURNS  portrays 
readably  and  vividly  the  story  of  sulphur,  an  element  in  nature  over  whioh 
battles  have  been  waged  and  which  is  now  of  critical  import  in  our  winning  of 
the  present  conflict, 
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FLOWERING  PLANTS  AND-  FERNS*  OF  ARIZONA.    T .  E ,  Kearney  and  R.  H.  Peebles.     19^2  . 
GOVERNIaENT  IN  RELATION  TO  AGRICULTURE.    Edwin  G.  Nourso.  19li0. 
THE  GRAHNAR  OF  SCIENCE ,     Karl  Pearson.  1937. 

INCOME  RECEIVED  IN  THE  VARIOUS  STATES,  1929-1935.    Nat  *  1  Industrial  Conference 
Board.  1937. 

MATERIALS  HANDBOOK;  AN  ENCYCLOPEDIA  FOR  PURCHASING  AGENTS,  ENGINEERS*  EXECUTIVES, 
AND  FOREMEN.    Ge.orge  S,  Brady.  19^0. 
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NEW  WORLDS  IN  SCIENCE;  AN  ANTHOLOGY,  EDITED  WITH  C0?~TNTARY  AND  INDRODUCTION 
by  Harold  Ward.  19Ul. 
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BOTANY 

THE  BOTANY  OF  CROP  PLANTS,  a, text  end  reference  book.    W.  W.  Robbins.  1931. 
Cotton  irrigation  investigations  in  San  Joaquin  Valley,  California,  1926  to 

1935.    Frank  Adams  and  Others,     Calif.  Agric.  Exp,  Sta .  B-668 .  19lx2, 
ELEMENTS  OF  PLANT  PATHOLOGY.    .Irving  E.  Holhaus  and  G.  C.  Kent.  1939. 
Experiments  toward  the  control  of  the  takeall  disease  of  wheat  and  the  phy- 

matotrichum  root  rot  of  cotton.     F.  E,  Clark,     USDA.  TB-835.  19L.2. 
Propagation  and  improvement  of  horticultural  plants,    W,  F.  Duruz •  Oregon 

Exp.  Sta.  E-529.  1939. 

CONSERVATION j  NATURAL  RESOURCES 

AMERICAN  CONSERVATION  IN  PICTURE  AND  IN  STORY,  compiled  and  edited  by  Ovid 
Butler.  19^1. 

FOUNDATIONS  OF  CONSERVATION  EDUCATION. . .EDUCATION  IN  CONSERVATION.  National 
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erosion.    Bethlehem  Steel  Company «  V^k29 
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BEEF  CATTLE;  THEIR  FEEDING  AND  MANAGE!  ISNT  IN  THE  CORN  BELT  STATES .    Roscoo  R. 
Snapp,  1939. 
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Market  classes  and  grades  of  livestock.    USDA,  DB-I36O.  19^2. 
Nodular  worm  disease  of  sheep.    I,f.  P#  Sarlos  and  A.  0,  Foster.    USDA.  Leaflet 
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The  dehydration  of  vegetables.  E.  M.  Urak  and  W,  V.  Cruess.  U •  s.  Army.  19^1 • 
Food  for  a  stronger  America.     The  National  Nutrition  Conference  for  defense 

launches  the  drive  against  hollow  hunger  and  hidden  hunger.  _  Reprint  of  a 

special  section  of  SURVEY  GRAPHIC,    July,  I9I1I. 
Honey  and  some  of  its  uses.    E.  F,  Whitman •    USDA  L-113.  1936. 
Milk  for  the  family.    R.  S.  Carpenter.    USDA.  FB-I705.     19~3  • 
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Recipes  to  match  your  sugar  ration.    USDA.     3ureau  of  Home  Economics.  19^2. 
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School  lun c ho s  .using  form  surpluses.    R.  S,  Carp  inter.    U3DA.  HP-L.08.  I9I1O. 
^Soybeans  for  the  table,    S.  F.  Whitoman.    USDA.  L-166.  1938. 
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AL  CO; 7 '.UNITY  ORGANIZATION.    Lwight  Sanderson  and  R.  A.  Poison.  1939* 
RURAL  SOCIOLOGY.     John  M.  Gillette.  1936. 
THE  SOCIOLOGY  OF  RURAL  LIFE.    T.  Lynn  Smith.  "  19^-0. 
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METHODS  OF  STATISTICAL  ANALYSIS,     C.  H.  Boulden,  1939. 

AN  OUTLINE  OF  STATISTICAL  METHODS,  AS  APPLIED  TO  ECONOMICS,  BUSINESS,  EDUCATION, 
SOCIAL  AND  PHYSICAL  SCIENCES,  etc.  1939. 
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Chronology  of  agriculture's  part  in  the  war.    USDA.  Office  of  Information, 
A  graphic  .history  of  the  war,  Sept.  1,  1939  to  ;ay  10,  191+2,    U.  S.  War, Dept. 
Guides  for  wartime  use  of  women  on  farms,  "U.  S.  Dept.  of  Labor,  19U2. 
National  Defense  Migration,    Hearings  before  the  Select  Committee  investigating 
national  defense  migration.    John  H.  Tolan,  Chairman.    77th  Congress,  1st 
Session,    19UL    Evacuation  of  enemy  aliens  and  others  from  prohibited 
military  zones;  civilian  morale,  and  war  production, 

Pt,  1.    New  York- City  Hearings ,  .  -  ,  •: 

Pt .  2.    Montgomery  Hearings. 

Pt.  3.    .Chicago  Hearings.  • 

Pt.  li.    Lincoln  Hearings. 

Pt.  5*    Oklahoma  City  Hearings. 

Ft.  6  and.  29*    San  Francisco.  Hearings. 

Ft.  7«    Los  Angeles  Hearings. 

Pt  •  8  and  11.    Washington,  D....C,  Hearings. 

Pt.  9,  10,  16,  17,  20",  2L-28..    Washington  (State)  Hearings, 
Pt .  12.     San  Diego  Hearings. 
Pt.  13.    Hartford  Hearings, 
Pt,  lij.,    Trenton,  Herrings  . 

Pt .  15«    Baltimore  Hearings.  *  , 

Pt .  18  rnd  19.    Detroit  Hearings. 
Pt .  21,     Hastings  Hearings. 
Pt.  22,    -Omaha  hearings.  . 
■  Pt  •  23  •  .  St.  .Louis  Hearings. 
Pt .  3Q.     Fori;  land  and  Seattle  Hearings.         *  < 
Ft.  31.    -Los  Angeles  rnd  San  Francisco  Hearings. 
What  can  I  do?    The  citizen's  handbook  for  war.    U.  S,  Office  of  Civilian  Defense. 
19U2..  .  ... 
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REGIONAL  REPORTS  " 

District  program,  and  work  plan  for  San  Francisco ' Soi 1  Conservation  District. 
New  Mexico . 

Preliminary  examination  report,  run-off  and  waterflow  rota reat ion  and  soil 
orosion  prevention,  South  Platte  River  and  its  tributaries,  Colorado, 
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Reports-continued. 

Wyoming,  and  Nebraska.  Field  Flood  Control  Coordinating  Committee,  I9I1O, 
Preliminary  examination  report,  run-off  and  water flow  retardation  and  soil 

erosion  prevention  for  Flood  Control  purposes,  Huerfano  River  and  Cucharas 
River  (tributaries  of  the  Arkansas  River).     Field  Flood  Control  Coordinating 
C  ommi  tt  e  e ,     191+0 . 

Preliminary  examination  report  run-off  and  waterflow  retardation  and  soil 
erosion  prevention  for  flood  control  purposes,  Purgatoire   (Picket  Wire) 
River,  A  tributary  of  the  Arkansas  River.    Field  Flood  Control  Coordinating 
Committee .     1938 • 

Preliminary  examination  report,  run-off  and  waterflow  retardation  and  soil 

erosion  prevention  for  flood  control  purposes,  Smoky  Kill  River  (Kansas  and 
Colorado).    Field  Flood  Control  Coordinating  Committee.  :  19U0, 

Program  and  work  plan  for  the  Bridgeport  Soil  Conservation  district.  Arizona. 
19U2. 

Program  and  work  plan  for  the  Coyoto-Canones  Soil  Conservation  District,  Now 
Mexico.  ■  19U2. 

Program  and  work  plan  for  the  Iron  County  Soil  Conservation  District.  Utah. 
191+2. 

Program  and  work  plan  for  the  Fremont  Soil  Conservation  District.    Utah#  19U2, 
Program  and  work  plan  for  the  Tabogauche  Soil  Conservation  District.  Colorado. 
1 19li2. 

Program  and  work  plan  for  the  Lower  Cobolla  Soil  Conservation  District,  Now 
Mexico,  19U2. 

Program  and  work  plan  for  the  Two  Buttos  Soil  Conservation  District,  Colorado, 
19U2. 

Program  and  work  plan  for  the  Virdon  Valley  Soil  Conservation- District •  New 
Mexico.  19U2. 

Program  and  work  plan  for  the  Santa  Fo-Sandoval  Soil  Conservation  District.  Now 
Mexico,     191+2.  '-  • 

Program  and  work  plan  for  Los  Diogos  Soil  Conservation  District.    New  Mexico. 
191+2. 

Survey  report,  run-off  and  waterflow  retardation  and  soil  erosion  prevention  for 
flood  control  purposes,  Cherry*  Crook  and  its  tributario-s ,  Colorado.  Field 
Flood  Control  Coordinating  Committee.    '191+1  • 

Survey  report,  run-off  and  waterflow  retardation  and  soil  erosion  prevention 
for  flood'  control  purposes,  Fontaine  Qui  Bouille  (Fountain)  River  ond  its 
tributaries,  Colorado,    Field  Flood  Control  Coordinating  Committee.     191+0 • 

Water  resources  of  the  Safford  and  Duncan  Virdon  Volleys,  Arizona,  and  New  Mexico 
S.  F.  Turner  and  Others.      USDI,  Geological  Survey.  1910. 

U.  S.  D.  A.  PUBLICATIONS 

Estimates  of  the  19U2  pinon  nut  crop  on  National  Forests  of  Arizona  and  Now 
Mexico.     G.  A,  Pearson,     SW  Forest  and  Range  Exp.  Sta .  Res.  Note  -No,  103. 

The  Fort  Valley  Forest  Experiment  Station,    G.  A,  Poarscn,    USDA,  Forest  Servico 

Group  discussion  and  its  techniques,  a  bibliographical  review,    USDA,  Bureau 
of  Agricultural  Economics.     191l2 . 

Health  for  wo  storn  farmworkers.      USDA.    Form  Security  Admin.     19^2.  . 

The  meaning  of  rehabilitation.    USDA.    Farm  Security  Admin.  19^0. 

Quantity  of  wood  treated  and  preservatives  usod  in  the  United  States  in  19l+l« 
R.  K.  Kelphenstinc.    USDA.    Forest  Service.  191+2. 

Rural  housing  in  the  wost  by  the  Farm  Security  Administration,    USDA,  FSA. 
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Circulars 

650        Factors  affecting  the  usefulness  of  honeybees  in  pollination,    G,  H, 
Vansell.    September,  191+2, 

Farmers  ♦ 
Bulletins 

I83I+      House  cleaning  management  and  methods,     C.  rr,  Moffett.    Jan,  191+0  • 
1873      Slip  covers  for  furniture,    B.  V.  Morrison, 

1897      Establishing  and  managing  young  apple  orchards,    J.  R,  Magnoss •    May,  19l+2« 
1909      More  food  through  conservation  farming,    A.  t,  Semple,     Sept,  191+2. 
1915      Snap  beans  for  marketing,  canning,  and  freezing,     B,  L,  Wade,  191+2. 

Leaflets 

216,  ..-COtton-gin^  maintenance.    C.A,  Bonnott.    May,  191+2, 

Mi  sec llaneous 
Publications 

1+01        Geographical  guide  to  floras  of  the  world,    S«  F.  Blake  and  A,  C.  Atwood. 
i-t-37       Testing  farm  seeds  in  home  and  school.    A,  F,  Musil,  191+2. 
1+71       Crop  yields  and  weather.    L,  H.  .Bean,     Fob.  191+2 , 
I4.85        Seedtime  and  harvest  today,    R,  G,  Kainsworth,  191+2. 
1+96       Wartime  farming  on  the  Southern  Great  Flains,  191+2. 

Technical 
Bulletin 

BIB        Growth  and  carbohydrate  content  of  important  mountain  forage  plants  in 
central  Utah  as  affected  by  clipping  and  grazino.    E,  C,  McCarty  and 
Ra  ymo  n  d  Pr  i  c  e  •     19l±2  , 

PERIODICAL  ARTICLES 

Agriculture's  big  building  job.    R.  W.  Carpenter.    From:    AGRICULTURAL  ENGINEERING 
November,  191+2, 

American  Tung  comes  of  age,    Lynn  Swoaringon,    From?    AMERICAN  FORESTS,  Nov, 
19)+2. 

Back  to  grassland,  patience  and  supervision  can  bring  the  grass  back,    E.  L» 

Bcutnor.    ARIZONA  HIGHWAYS.     November,  191+2, 
Bettor  production  from  shortgrass  ranges  through  conservative  sheep  grazing, 

E.  J.  Woo  If  oik.    From:    NATIONAL  WOOL  GROY/ER,    Nov.  191+2. 
Ecological  aspects  of  the  pricklypoar  problem  in  eastern  Colorado  and  Wyoming. 

G.  T.  Turner  and  D.  F.  Costollo,    From:    ECOLOGY.    October,  19U2. 
Erosion  in  the  Americas,    H,  H,  Bennett.    From:    AGRICULTURE  IN  THE  AMERICAS, 

October,  19L+2, 

Honduras  makes  progress.     P,  L.  Green,     From:    AGRICULTURE  IN  THE  AMERICAS • 
October,  191+2. 

The  influence  of  oeriodic  close  grazing  and  oasturo  fertilization  upon  erosion 

control.    D.  B.  Johns tono-Wallace  and" others.    From:     JOURNAL,  AMERICAN 

SOCIETY  OF  AGRONO:rY.    Novo,  bar,   191+2  . 
Relativo  drought  resistance  of  seedlings  of  dominant  prairie  grasses,     I,  M, 

Muoller  and  J.  E.  Weaver,     From:    ECO LORY.    October,   19' '2. 
The  romance  of  leather  and  its  importance  to  mankind.    From:    TEE  CATTLEMAN* 

November,  191+2, 

SCS  helps  Nov/  Mexico  farmers  to  repair  flood  damage,    Duncan  Scott,  From: 
SOIL  CONSERVATION,    Novemb-r,  191+2. 


